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just before                tills layer the               is reversed,

I.e. the projection of the wire on the               Is now brighter

than the rest of the cathode, indicating I           that the wire

when In this position gets negatively electrified and attracts
the positively electrlied particles Instead of repelling them.

The retrograde rays are well developed with cathodes made
of wire gauze.ud-
